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A K-100/200 crossbar. automatic telephone exchange, Vest, sviasi 23 nv.1: 
9-11 Ja '63, ; (MIRA 16:3) -. 
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i “dp! ekoy telefonnoy svyazi (for Livehi to). inh. . eer odekey 
(Telephone ) 
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.LIVSHITS, Boris Samoylovich; Bee Petr Yul'yevich. Prinimal 
~™""" uchastiye SMIRNOV, N.N.; GOLUBTSOV, I.Ye., otv, red.; 
KOMAROVA, Ye.Vay ee TRISHINA, oy a tekhn. red. 


[Rural telephone commnication system] Sistema sel'skoi 

telefonnoi sviazi. Moskva, Sviaz'izdat, 1963. 127 p. 
(MIRA 17:1) 

(Telephone) 
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LIVSHITS, B.S., kand, tekhn, nauk, starshiy nauchnyy sotrudnik 


Calculation of losscs in networks with sequence-action connections, 
Sbor. trud. NIITS no.11:54-78 163, (MIRA 17:9) 
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__LIVSHITS, BeSes “KHALI, Gade 
Crossbar type eutonstic telephone exchanges With amsll and medium 
capacity. Flextrosvigaz' 19 nestat=es5 Je 145, 


(MIRA 18:6) 
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LIVSHITS, B.So3 MELAMUD, B.A. ;YELEKOYEVA, E.K.; MOVSHOVICH, 


Ss Th, ; KHANIN, G.B.; PODVIDZ, M.M., Gote.; METEL' SKIY, 
G.B., otv. red.; OPRAZTSOVA, Ye.A., red. 


(Rural crossbar automatic exchange K~100/2000] Sel*skaia 
koordinatnaia ATS K-2.90/2000; informatsionnyi sbornik. 
Moskva, Sviaz', 19€5. 136 p. (MIRA 18:12) 


1. Nauchno--issledovatel’ ekiy institut gorodskoy i sel'skoy 
telefonnoy svyazi Ministerstva svyazi. SSSR (for all except 
Metel'skiy, Obraztseva). 
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Regulator of the feed of the amionia sulfate pulp to the centrifuge. 
Koks i khim. no.7:55-56 '65. (MIRA 18:8) 


1. Zaporozhskiy filial Instituta avtomatiki (for Livshits, Rozenman, 
Kibernik). 2, Zaporozhskiy koksokhimicheskiy zavod (for Sokolov). 
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AUTHORS: Ivanov, n.P., and Livshits, B.Ya- 68-1-7/22 


TITLIB: From Experience in Automatic Control of Heating Coke 
Ovens (Opyt avtomaticheskoge regulirovaniya obogreva pechey) 


PERIODICAL: Koks 1 Khimiya, 1958, No-l, pp. 29 - 30 (USSR) 


ABSTRACT: Results on an investigation of the operation of an 
automatic control of the MsLA-UKHIN system of heating coke 
ovens are described. The system (description is given in 


of the Zaporozh' ye. Ccke-Oven Works - The control of heating is 
based on the maintenance of the constant supply of heat to 
each side of the battery and a constant coefficient of excess 
| air in the waste gas. The latter can be controlled by main- 
taining either @ constant exéess of oxygen in the waste gas or 


The results are given in Tables 1 and as respectively. The 
results obtained indicated that the second version of the 
automatic control (constant suction) is 4 better method as in 
both cases, the variation in the coefficient of excess air was 
the seme (0.1), but with the first version (constant oxygen) 
Cardl/2 suction on the top of the regenerators on the ascending stream 


SOV/68=-58=-11-17/25 
AUTHORS: Idvshits, B.Ya,, and Ivanov, N.P. 


TITLE: “~Gheaning Tar and Deposits Fron Gas Collecting Mains of Coke 
Oven Batteries with Ammonia Water . (Ochistka 
ammiacnnoy vodoy gazosbornikov koksovykh batarey ot 
fusov i snoly) 

PERIODICAL: Koks i Khimiya, 1958, Ir 11, pp 555 (USSR) 


ABSTRACT: Cleaning of collecting gas mains fron tar and deposits 
with ammonia liquor used on the Zaporozh'ye Works is 
described. Ammonia liquor is pumped at a rate of 50m3/hr 
into the main (see Fig). The time required to clean 
one collecting main is 2 hours, 

There is 1 figure. 

ASSOCIATION: Zaporozhskiy: Kosokhimicheskiy Zavod (Zaporozh'ye 

Coking Works) 
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MEL'NIKOV, Ve Ye. 


LIVSHITS , B. Ya. i 


Automatic heating of coke ovens. Koks 4 khim. no. 


6320-22 '60. 
(MIRA 13:7) 


1. Zaporozhekly keksokhimicheskiy zavod. 
(Zaporozh'ye--Coke ovens) 
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LIVSHITS, B.Ya.; SHAFOVAL, M.Ie3 IVANOV, N.P. 


Automatic control of the heating of coke ovens. Koks 1 khin. ry 
no. 3226-29 ‘61. (MIRA 14:4) 


1. Institut avtomatiki Gosplana USSR (for Livrhits, Shapoval). 
2, Zaporozhskiy kokeokhimicherkiy zavod (for Ivanov). 
(Coke ovens) (Automatic control) 
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a a B.Ya.3, DUDKO, I.Ye.; SHAPOVAL, M.I.; IVANOV, NLP. 


Automatic outlet of gas from coke oven gas collectors, Kcks 
i khim, no.7:25-27 Jl ‘41. (KIRA 14:¢) 


1. Institut avtomatiki Gosplana USSR (for Livshits, Dudko, 
Shapoval). 2. Zaporozhskiy koksokhimichoskiy zavod (for 
Ivanoy). 

(Coke-oven gas) 
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JIVSHITS, B.Ya.; DONKOV, V.I.3 IVANOV, I.P.; MEL'NIKOV, V. Yeo 


is 5227-30 663, 
Automation of coke oven heating. Koks i khim. no.5 (vapa' 16:5) 
UkrSsR (for 
Kiy filial Instituta avtomatiki Gosplana 
rere oar nea 2, Zaporozhskiy koksokhimicheskiy zavod (for 
‘Ifanov, Mel'nikov) . 
' : (Coke ovens) (Automatic control) 
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v MOVCHAN, A.T.3 POPOV, K.P.5 | SOKOLOV: V.F.} LIVSHITS, B.Ya.s BUTUZOV, M.D. 


* 05239243 
~ Automation of sulfate recovery plants. Koks i khim. no ( 635) 


t 
o (Coke indusatry--By-products) (Automation) 
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ZHITOMIRSKAYA, O.M.; SABININA, I.G.5 SEMENOVA, O.A., otv. red.; 
LIVSHITS , B.Ye., red.; NIKOLAYEVA, G.S., tekhn. red. 
(climatic description of the Ust-Urt] Klimatichaskoe opi- 
sanie Ustiurta. Leningrad, Gidrometecizdat, 1963. 57 p. 
(MIRA 16:8) 


(Ust-Urt--Climate) 
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CHELPANOVA, OL'ga Mikhaylovwna; POKROVSKAYA, ‘TeV e, otv. red.; LIVSHITS , B.Ye., 
red.} ALEKSEYEV, A.G., tekha.red. 


(Central Asia] Srednisia Aziia. Leningrad, Gidrometeoizdat, 
1963. 446 pe (Leningrad. Glawnaia geofizicheskaia 


observatoriia, Klimat SSSR, no.3) (MIRA 1638) 
(Soviet Central Ksia-—Climate) 
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ASTEPENKO, Pavel Dmitfriyevich, doktor geogr. naukjLIVSHITS, B.Ye., 
e 


red.; BRAYNINA, M.I., tekhn, red.s VOLKOV, Wey 
red. ee 


[Journey to the end of the world; Soviet Polar explorer on 
spending a winter at the American research station in the 
Antarctic) Puteshestvie za trideviat' semel'; sovetskii po- 
liarnik o simovke na amerikanskoi nauchnod stantsil v 


Antarktike, Leningrad, Gidrometeoizdat, 1962. 170 p. 
(MIRA 16:5) 


(Antarctic regions) 
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ZHITOMIRSKAYA, 0.M.; SABININA, I.G.; SEMENOVA, 0.A., otv. red.; 
LIVSHITS, B.Ye., red.; NIKCLAYEVA, C.S., tekhn. red, 
ele eee 
| [Climatic description of the Usturt] Klimaticheskoe opi~ 
sanie Ustiurta. Leningrad, Gidrometeoizdat, 1963, 57 p. 


(MIRA 16:11) 
(Usturt—Climate) 
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5 Why £en't the introduction of new machinery encourag' (MIRA 1632) 


n0~122132 D '62- 
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vagonoremontnog scow--Railroads—Cars) 


tdela Sokol 'nicheskogo 
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4.4°, which ov boiling with AN HCL gum p-ttere arte: 
 CHYNH HCL, decomp. above ae, the product ix 18 
parently p-de NU Cal CH NH CU CHWCONH CICS ’ 
Arte i Fak Hi ene a ac Mt tk 
i, ues o.8 edt? = “4 UH NCINCH NH COVCH)ACOS CLIN, mm. 173- 
aw , 393-862 —Adipamide (24 ¢.), heated on a ‘ : : , 
water bath to 70-H0° with 42.5 g. dU formalin, 25 mi. 4° ilrom Holl), Counligg pl tbe dlazotate of fe 
11,0, and 2.4 g. KeCOs until soln. touk place, then au addni. [p-MaNCllN: NCUMCHINHCO(CHi)s}, m. 166-70"; 
2 brs., and : Bye T15__ N,N‘ -dimethylolud JHCI, black-green, m. 185-0° (from AcOH); | similar 
amide, (CHiCHiCONHCH/OH)s (1), m. 148-9.7 coupling with 2-napbthol in the presence of NaCO)- 

‘To 8.5 g. Colfg and 42 ml. concd. HsSO, was added NaOH gave an 2-hydraxy-1-na ‘ 
Fa #10" and after 3 days at roum temp. m. 244-6° (by pptn. frown H,SO, by HO). 

kee, nd the resulting solid washed ol dotoluid'de with I in HeSOs, as above 

with 11,0, and extd. with hot CalluNds, m. 233-4° (from AcOH), which y 
jon, m. 225-7°, has @ structure similar to that of the AcNHPh drsiv., 
while o-acclololuidide gave a similar product, m. 245-6° 
(from RtOH). Condensation of I with 2-ecetowe phibalide 
in HSC, at 12-15° gave a similar produc!, m. above Wuo°, 
insol. in the usual org. solvents. Adda. of 2 g. Ito cold 
terepbthal: 0.7 g. pA NCILOH in 20 ml. coned. 11SO., followed 
to be either « polymer by 33 hes.” standing, gave 30% [5,2-( VAM) CE: 
Cie ot a cyclic product CHNUCOLCH |) in. 239-408, yellow, vol. in alkalies, 
CH). AcNUPh (2.0 g ) in 20 a AcOH, and 110H; hydrolysis by coucd. HCl gave 2- 
at O° with 2g. 1, allowed to atand 2 days, poured on ice, aydroxy-3-murvbentylumine-1Cl, 1m. 240° (from HHO). 
‘ind the resulting solld washed with water and recrystd. 2-Naphthol (2.8 f- and 2g. Lio 20 ml, RtOff and 20 al. 
irom AcOH, yielded 1,7 g. (41%) Cutis, m. 244- 14,0 treated with 40 drops of coned. HSO, gave after 
standing 3 days 0% colwless (2-HOC wii CHNHCO- 
(CHasly, m. 222-4° (froin AcOH), which en betrolysis 
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GRRCHUK, M.P.; LIVSHITS, D.A.; TAITS, 8.2. 


meme e tse coed Prat 
Khins 
Bxchange reactions of urea derivatives. Voprosy Anilinokrasochnoy os 
Trudy VIII Soveshchaniya Khim, 1 Tekh. (Trans. 8th Aniline Dye Conf.) 50, 
35-42, aye (Mana 4:4) 


(C4 47 n0.21;11146 153) 
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Exchange reactions in in the series of ur ea derivatives. 
M.P. Gerchuk, D. A. Livshits, and S. Z. P Talts (Acad. 
Si. u: SS “he pac). Zaur. Obshchet Khim. (J. 
@ Gen. 1 aR Ws eres nge teactions ¢ 
"NHCONHR’ + 


the pvt tbe greater is the extent of reaction. 
> Heating 9. 5 sg. iti ee count with 
10 mi. Pent 1n0° gave CO Ph), (1), nm. 
235-6°. tarts gave same 
yturea ak excess 

and I; Jaleo formed 

was ced (Huse uinoline 

ig ie tla(Z-methouy 4 ‘Achlore- 

demethory 6-7 klora-D-~amine- 

Similar heating 

+13 -bs3- 


+HyNColfe- 


PhNo; ; 
Ae ee a ] aes 
; Z-aminopyridine 
nyt 3(2 2-pyridyliurea, m 
the starting material 
witetl ain gave no fe- 
action; the batt as similar with p- mutrosmiline 2 although 


a small amt. of 3 an nidentified substances, ™. 157-9°, m. 
194%, and m. above a7, was isolatert. G. M. K 
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TREMBOVLER, Mole, inahi,; LIVSHTTS, D-Tes inzhe 


Experimental investigation of pee Rea pe ea Te 
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(D4 sel engines) 
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LIVSHITS, D.I., inzh.; TREMBOVLER, M.b., 28h. 


1 engines. Trakt.i 
Using gasoline io D-14 and D-29 anes ng (MERA 13:9) 


sel'khozmash. 30 a0. 10:11-13 0 


1, Khar'kovekiy traktoroyy zayode 


(Diesel engines) (Gasoline) 
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LIVSHITS, D.I., inzh. 


en ae 
An accelerated method for testing reactive oil centrifuges. Trakt. i 
sel'khozsh. 31 [i.e.32] no.11:13-14 N '62. (MIRA 15:12) 
1. Khartkovskiy traktornyy zovod. 

(Tractors—Engines ) 
——_ “4 : 
a ola, Gt Apa tA OD 3 
Benes Car Wile ae : 
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LIVSHITS, D.I., inzh.; CHEPIL', V.S., inzh. 


re BEIGE Bag ; ; 4 : 
Selecting efficient design of the internal-combusticn engine 


piston preventing the laying down of compression rings. Ma- 


88 HMy-Je '64. 
ghinostroenia no.3:8&6- iy haere 
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m= Permissible overload of cablee during fault and rrr a 
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BOGDANOVICH, G,J.3 LIVSIITS, D,L. 


Traumatic mycardial intqyst. Zdrav. Belor. 6 no.8:69%-70 Ag '60. 
(MIRA 13:9) 
1. Iz kabineta fusee enw ines diagnostiki (zaveduyushchiy G.I. 
Bogdanovich) Vitebskoy oblastnoy klinicheskoy bol'nitay. 
(HEART—-INFARCTION) 
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GEBLER, I.V., prof.; SMOL'YANINOVA, N.M., kand, tekhn. nauk; 
LIVSHITS, D.L., red. 


[The problem of metallurgical fuel for the metallurgy of 
Tomsk Province iron ores! Problema metallurgicheskogo 
topliva dlia ispol'zovaniia shsleznykh rud Tomskof oblasti. 
Tomsk, Izd-vo Tomskogo univ. 1959. 14 p. (MZRA 16:10) 
(Tomsk Province-~Iron ores) (Fuel) 
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ALIMOV, 0.D.; BASOV, I.G.,; PRATUSEVICH, 2.M.; LIVSHITS, D.L. 
red. ; BRESTOVITSKAYA, V.P., red. ee ie 


{Cutting frozen ground with the URMG-60 unit] Rezanie 

merzlykh gruntov ustanovkoi URMG-60. Tomsk, Izd-vo 

Tomskego sovnarknoza, 1962, 19 p. (MIRA 16:10) 
Frozen ground) (Earthmoving machinery) 
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GINZBURG ,V.L. ;GRAMENITSKIY, I... ; KASHLINSKAYA, S.Ye.;LIVSHITS, D.M, 
Spectrographic determination of minor impurities in a few Taw 
materials, semi-finished products and pure metals in copper 
and nickel production, Izv.AN SSSR,Ser.fiz.19 no.2:211-216 
Mr-Ap '55,. (MLBA 9:1) 

(Tartu-—Spectrum analysis--Congresses) 
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Optical Methods of Analysis. Instruments. K-7 
Referat Zhur - Fizika, No 3, 1957, 7960 

Livshits, D.M. 

The Advantage of Taking Into Account the Background of 


the Continuous Spectrum in the Determination of Small 
Contents of Impurities, 


Zavod. laboratoriya, 1956, 22, No 4, 454-456 


- 104 . 
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AUTHORS ¢ Livshits, D. li, Kashlinskaya, S$. E ebm JO 
’ . . Ce (tt 


cee weet emtrah fear ad baw ASN 


TITLE? Speetroscopic Method for the Determination of Gold, Phatin.w, Fails 
oe and Rhodium in Minerals, Slags and Waste Solutdons Witt 1 
ow Content of Preeious ‘fetals (Spektral'nyy metod opredeleny s 


zolota, platiny, paliadiya i rodiva bednyich, dave 
shia. abiesaerae serra ya v bednykh preduktakh — rudy, 


PERIODICAL; Zhurnal. Analitich 
(USSR). cheskoy Khimii, 1957, Vol. 12, ur 6) pp. 7Lub-717 


ABSTRACT; hae for the quantitative coprecipitation of platinum, palladium 
rhodium and go2d with copper from acid sc'\utions with sodium diceul= 
phate is described, The concentrate obtained in this way ie analysed 
eens eee oeeaee NCr-22, The following lines were selected? 7 
ed eee de 2659545, Pd 2hh7,91, Rh 3434,89 and Cu 3375,67. The 
ire es er of the spectrosecpic method is not greater ttin£12°/>5 
ae a Deuited of analysis of peor ores competes with the chemical 

ysis. With a preciousmetaLcontent exceeding 20 g/n, shia method 
is not as accurate as the chemical analysis, : ~~ 
There are 1 figure, l tables, 
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ASSOCIATION: - Woril' i A.P. Zave 
° sk Combine for Mint plea Ree nyegin 
metalurgicheskiy kainhinas bey tire Nenas (Noriltskiy UCI ate 


SUBMITTED: May 11, 1956, 
AVAILABLE Library of Congress, 


1. Slags-—Precious metal 
content 2, Waste sol i 
metal content 3, Spectroscopic analysis eee 
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Ref -! 
' jes eretivnyy shumal, Whiatya, 1959, Kp 16 9O¥781-59-16+86920 | 
' Belokrint tax ’ 1» DLS {ussr) 
t M aya, Yo.Ye., Bond | 
MA.. 01 : arenko, Vv, : 
} os 7 + Olpaburg, VL, Geameniteniy, Tos Livanteas me arantmove, 1 
LU A . @ Spectra} 4, a oe annaya, 
Cane Elect rege al7#® Of Cobait for Hetaliie Iapurities witn y | 
FEAIOOICAL, y eb the Use of i 
st Matertaly 2 Ural? i 
Sverdlovsk, Metallures, Talakoen soveshchan 
Teizdat, 1958, 478 po apktroskops 
ABSTRACT PP 9-41 PIL, 1956 
1 The sexples : 
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BRONSHTEYN, Acll.; LIVSHITS, D.M. 


Determination ef germanium in ores and products of nonferrous 


metallurgy by spectrum analysis. Sbor. nauch. trud. Gintsvet~ 
meta no.19:678-681 162, (MIRA 16:7) 


ee ects! 
Nonferrous metals—Spectra) 
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GINZBURG, Votes LIVSHI Ts, D.M.3 SATARINA G.I, 
nia of silver, gold, ralladiun, platinum, and rhodium by 
ose ee flame Spectrorhotometry, Zhur.anal.khim, 19 no.9: 
. (MIRi 17:10) 
1. Konstruktorskoye byuro "TSvetmetavtomati 
ca ka" i TSentral'nyy 
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AUTHOR: 


TITLE: 
PERIODICAL: 
ABSTRACT: 


Card 1/4 


SOV/115-59-9-19/37 
Livshits, D.N. 
Cn eal 


A Slideback Voltmeter With a Semiconductor Diode 
Izmeritel'naya tekhnika, 1959, Nr 9, pp 33-36 (USSR) 


The author describes the analysis and the test re- 
sults of a slideback voltmeter with a semiconductor 
diode. When replacing the tube of a slideback volt— 
meter by a semiconductor dioa. it was found that the 
readings of wuch a voltmeter remained comparatively 
stable and were hardly influenced by exchanges of 
diodes. Other voltmeter circuits did not show this 
property, since the readings of those instruments 
depend to a large extent on the parameters of the 
semiconductor diodes and on temperature changes. A 
reat number of germanium diodes of different types 
DGTs-7, DGLs-10, DGTs-12, DGTs-14, D2B, D2V, Dee, 
D2Ye, DIB, D1lYe, DlZh, DGTs- 27) were tested in a 
model of this slideback voltmeter. The voltampere 
characteristics of these diodes were checked prior 
to the tests. Regardless to the considerable para- 
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ee SOV/115-59-9-19/37 
A Slideback Voltmeter witn a Semiconductor Diode 
meter spread found with several diodes of one and the 
same type, the readings of the voltmeter showed only 
insignificant differences, on the average + 1%, The 
investigations show that diodes may be used in conm~ 
paratively accurate measuring instruments for meas-~ 
uring alternating voltages in a wide frequency range. 
The author investigates the theoretical premises of 
the functioning of semiconductor diodes. He shows 
that the temperature influence on the diodes is in- 
significant, since the temperatures at which the 
voltmeters work are not subjected to considerable 
changes. The circuit diagram of this slideback 
voltmeter is shown in Fig 4. The instrument is a 
combination of a high frequency probe and a simpli- 
fied direct current compensator. The latter consists 
: of a fixed voltage divider and a zero galvanometer. 
2 Het eee At the voltage divider output, the known constant 
voltages may be obtained. A potentiometer with a 
‘ : dial may be connected in parallel to eazth of the 
Card 2/4: voltage divider taps. The compensator will fix 


eek te 
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. SOV/115-59-9-19/37 
4. Slideback Vcltmeter With a Semiconductor Diode 


direct voltages with an accuracy of + 0.8%, For 
calibrating and testing of the diode slideback volt- 
meter, an OKV-2 reference slideback voltmeter was 
used for checking the voltage to be measured. The 
aforementioned diodes types were tested during the 
period from February 1956 to March 1958. The fre- 
quency characteristics were tested by 26-12, GSSS-6 
and GSS-17 generators, the OKV-2 and the IMM-6 meas- 
uring instruments, The author describes the experi- 
ments with different diode types in more detail, 
The slideback voltmeter is 283x130x105 mm and weighs 
not more than 3 kg. A M-24 microammeter for 100 
milliamps is used. The instrument Will work with 
internal or external power sources. The internal 
power source consists of a 75 AMTsG-22 battery from 
the "Turist" radio receiver. The required dc power 
does not exceed 0.5 watts when measuring voltages 
up to 30 volts. For measuring voltages up to 250 
volts, the required power does not exceed 7 watts. 
Card 3/4 The instrument may be used for measuring de voltages 
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. SOV/115-59-9-19/37 
A Slideback Vultmeter With a Semiconductor Diode 


ranging from 10 millivolts to 250 volts; the error 
does not exceed + 1.0%. Ina frequency range of 

50 cps to 150 Mc, ac voltages from 10 millivolt to 

3 volt may be measured with an error rating of + 0.6%. 
The voltmeter has the same advantages as the tube 
voltmeter, but does not have any heater circuits. 
Zero setting and adjustments for the parameter K are 
not necessary. The instrument is easily calibrated. 
The calibration is not disturbed when exchanging 
diodes. Industrial tube voltmeters are inferior in 
most parameters compared to the diode slideback 
voltmeter. There are 2 circuit diagrams, 5 graphs, 
and 7 Soviet references. 
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' USSR/Electricity ~- Power Supplies Dec 49 


Systems, Electric 


"Design Loads of Electric Networks," D. S. Liv- 
shits, Engr, Moscow Planning and Designing Di- 
rectorste, Tsentroelektromontazh, 84 pp 


"Elektrichestvo" No le 


Livehits gives principles of methods devised by 
tim from 1937 to 1949 and accepted by Glavelek- 
tromontazh for (a) determining design loads: of 
electric networks for all categories of consumers 
and all stages of electricity supply, (b) inves- 
tirating exieting installations with object of 
as 157T1.0 


err ree 


USSR/Electricity - Power Supplies Dec ko 
(Contd 


stabilizing observed Loads, and (c) analyzing 
material of investigations. Gives results of 
investigating power consumed by incividual- 
drive machine tools of machine tool and in- 
strument building plants, and crane feeders. 
Includes seven graphs. Submitted 22 Jul kg, 
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4526° Beonanle Current Densities and Losses of Electric 
Power in Cireult» of Industrial Plants. itn Rissian } DS 
Kdvstuts Blectae fertra (Eb tricits ), Now 1950, p. 9-17. 
Criticizes values recommended by the ‘Tee hnical Section of the 
Atiscow Electric Station, painting ont that their wae results in 
over-consurmplion of nanfertous metals aud ine reas of capital 
expenses, Urevents revise! recommendations. Tabulatedt and 
charted data. 
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Hob? Caleutated Loade of Power Plante Supplying Re- 
eitance Furnaere and Several Groups of themical-Mant 
Equipment. (in Huss) OS. t . Promyrilennaye 
Foergetikha Cadustrial Power. v7, Sept 180, p18 

Presents information concerting analysis of data of henner 
nivestigutions stb a) sum of recommended calculation 
formulas, as well ae additional data of seventh perforinedt 
Mivestigations. Elected conmnption of reactance furnaces, 
jaan, compressors, ventilators, junvets, at centafages: was 
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LIVSHITS, D. S. 


USSR/Electricity - Demand Factor Sep 50 


Furnaces, Resistance 


"Design Loads for Electrical Apparatus Feeding 
Resistance Furnaces and Certain Types of Machin- 
ery Used in Chemical Plants,” D. &. Livshits, 
Engr, Moscow Design and Constr Adm, Cen Power 


Installation Trust 
“prom Energet™ No 9, pp 6-8 


Details experiments leading to establishment of 
design formles for resistance furnace feeder 
lines, pumps, compressors , ventilation fans, 
mixers, and centrifugal machines. Graphs and 
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Nov 50 
Networks 


Power Losses 
"Economical Current Density ind Electric Power 
Losses in Industrial Networks," D. S, livshits, 
Engr, Moscow Planning and Design Adm, 
Tsentroelektromontezh 


"Elektrichestvo" No 11, pp 9-17 


Criticizes values recommended by Tech Div, Min. 
of Elec Power Plants for economical current 
deuszity, use of which would involve over- 
consumption of nonferroug metals and increased 


Ld 171ThO 
USSR/Electricity - Industrial Power Nov 50 
Networks (Conid) 

investment. 


Gives data on investigations and 
wakes new recommendations, Submitted 29 May 
50. 
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i} || “frunk-Line Systems for Power Distribution in 

‘| | Low-Voltage Distribution Networks," Engr D. S. 
c Livshits, MSPTI (Moscow Planning and Design Adm 
# of "Tsentroelektromontazh) 

“I Li 

{| | "Blektrichestvo" No 2, pp 17-23 
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|| Describes the construction of shop systems which 
‘| require little or no alteration when the shop is 
|| xe-equipped. Compares the engineering economic 
‘| characteristics of these systems with radial 
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USSR /Blectricity - Distribution Systems Feb 52 
(Conta) 


systems. Discusses the problems arising in the 
| planning of "flexible (little alteration)" and 
_ “aniversal (no alteration)" systems. Submitted 
12 Sep 51. 
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LIVSHITS, D.S. 


Electric Cables- 


VHB and VMBG cables. Rub. energ. 2 no. 4:37-38 Ap '52. 


Monthly List of Russian Accessions, Library of Congress, July, 1952. UNCLASSIFIED, 
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MONTHLY LIST OF RUSCTAN ACCESSIONS. LIBRARY OF CONCRESS, NCVIDMEP L980,  MUALASST FIPS 
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Electric Wiring, Interior 


Disconnecting a neutral cable, Rab, energ., 2, no. 8, 1952. 


Monthly List of Russian Accessions, Library of Congress, November 1952, Unclassified. 
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3, Library of Congress, March 1953. 


Unclassified, 
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1. DUROV, Ye. M., Enget LIVSHITS, D.S.1 VASIL'YEV, A.S. 
2. USSR (600) 


he Electric Motors 


7e Protecting electric motors a 
; gainst r 
Prome energe 9 No, 10, 1952, unning in two phases, 


9. M 
onthly List of Russian Accessions, Library of Congress, January 1953, Unclassified 
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LIVSHITS, D.S.,. inzhener; TAYTS, 4.4., 
eH., inzhener [reviewers]. 


Book on the electric Power supply of industri 
D.S.Livshits, 4,A,Taits, MR. Naifel'd, 


1, Tyashpronelektroproyekt (for Nivahits). 2, TSentroenergochermet (for Tayta ) 
3+ TSentroelektromontash (for Nayfel'd), ( 
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al enterprises. Reviewed by 
Elektrichestvo no.10:82-85 0 'S3. 


(MIRA 6:10) 
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, ; ; - 1966, Protection of industrial power systems by 
; : ee contactors and fuses, “D, S, Livsurrs, Elektrichestvo, 
: : . 1953, No. 11, 32-9.. In Ritican-—— 
: A primary condition to be satisfic J is maxinum 
: a “s ; » selectivity of the protective equipment. If the selece 
ae t tivity of contactor shpeatie is insufficient in the 
Abstracts . tase considered and ma production, of if the 
Eleotrical Engineering ead ‘ 8.c, currents even In more remo Parts of the sysiem” 
May 1954 is exceed the cut-out settings of the contactor trips, 
Protection. o Preference should be given to moern fuses with sand 
: Le filling for the protection of the head sections of the ‘ 
4 Bey a fee system. The use of such fuses provides more 
/ : . . Protection and minimizes interruptions of 
supply. In other cases the contacturs A 2000 
and A 2000 H are suitable for the protection of the 
: ts head sectioas, specially where main circultebreakerg ! 
mee are also required for Operational purpuses (are! hut 
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Subject : USSR/Electricity 
Card 1/1 Pub. 27 - 20/34 
- Author : Nayfel'd, M. P., Eng. 
pitle : D. 8. Livshits' "Protection of Shop Networks with Automatic 
Switches and Fuses" (Elektrichestvo, No. 11, 1953) 
(Discussion) 
Periodical : Elektrichestvo, 7, 85-86, J1 1954 
Abstract : The author disagrees with D. S. Livshits' criticism of 


automatic protective devices as compared with modern 
safety fuses. 


Institution : TSENTROELEKTROMONTAZH (Electrical Installation Trust of 
the Central Region) 
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Sub ject : USSR/Electricity pee cele 
Card 1/1 Pub. 29 - 14/18 

Author : Livshits, p, S., Eng. 

Title : ‘Specifications and trademarks of conductors and cables 


Feriodical : Energetik, 8, 29-31, Ag 1954 


Abstract > All the most frequently used marks are presented in a 
table. An explanation of the table is added, 


Institution : None 
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AID P - 3364 
Subject : USSR/Electricity 
Card 1/1 Pub. 29 - 22/27 
Author : Livshits, D. S., Eng. 
Title H Selection of equipment for the protection of net- 


works 


Energetik, 9, 34-38, 3 1955 

The author enumerates the requirements for protectin 
equipment and their characteristics. He presents a 
table with all technical data of fuses and describes 
their characteristics. He then presents two numerical 
examples of selection of fuses for given data. Two 
tables, 2 diagrams. 
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Selection of Apvaratus for the Protection of Electric Lines. Approxi- 
mate Evaluation of Short Circuit Currents in Lines up to 1,000 v Fed by 
‘ Transformers 


station to the site of the short circuit. Two examples of 
such calculations are given. The determination of the 
values in an one-phase short circuit in power lines of 
380 v is represented in Figure 3. The general evaluation 
of the current values in a three-phase short circuit, in 
a workshop-line of 380 v with transformers of 1,000 or 
560 kva, may be carried out by using the data in Figure 4. 
For electric lines with voltages others than 380 v, co- 
efficients for calculating the correspondent valuer are 
given. 

There are 4 figures and 1 table. 


AVAILABLE: Library of Congress 
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SOV/ 195-58-7-14/32 
AIMMHORS : Livshits, D. S., Engineer, Meuecrmun, S. Ue, Socent 


TITLE: * On the Permissible Overloading of Cables in tue Case of 


Disturbanceg and During Operntion (O dopustimykh peregruzkakh 
kabeley v avariynom i rabochem rezhimakh) 


PERTODICAL:  Elektrichestvo, 1958, Mr 7, pp 59 - 63 (USSR) 


ABUPRACT : An example taken from practice is investigated here. A plant 
is assumed to be supplied by a seriec of substations. Three 
substations in each case are supplied by 2 sources by means 
of 10 kV-cables with copper-cores. The cables are overhead 
lines. An economical solution of the problem is discussed. 

It is shown that the question as to the extent to which a 
cable was loaded prior to the disturbance, is of no importance. 
It is thus advisible to assume in all cases that the cables 
were lcaded up to 100 % both before and after the disturbance 
occurred. According to the curves given here, the amount of 
overload permissible for a short time - as a function of its 
duration - may be determined without calculation. In the case 
of overloads according to formulee (6) and (7), an approximate- 
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On the Permissible Overloading cf Cables in the Case of Dis turbances and 
. Yuring Operation 


ly qualitative estimation of the aging of cables in accord- 
ance with the data available from publications concerning 
the aging of the paper-insulation (Refs 2 - 6). - A caleu- 
lation of the permissible cable-load by taking account of 
the aging of the insulation must be carried out not mly in 
the case of disturbanse, but ulso during continuous opera- 
tion. - It is shown that the selection of the cable accord- 
ing to the so-called 30-minutes load maximum leads to a non- 
eutilization of the cross section end thus to an unjusti- 
fied waste of capital investments. There are 5 figures, 1 
table, and 7 references, 5 of which are Soviet. 


SUBMITTED: August 13, 1957 


1. Electric cables~-Insulation 2. Electric insulation=-Effectivaness 


Card 2/2 
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~LIVSHITS, Dayid Solomonovich; DEMKOV, Ye.D., red.; KASATKIN, A.S., rede; 
VORONIN, K.P., tekhn. rea, 


(Heating of wires and fuse protection in electric networks up to 
1000 volts] Nagrev provodnikov 1 zashchita predokhraniteliami 
v elektrosetiakh do 1000 v. Moskva, Gos.energ.izd-vo, 1959. 

37 p. (Biblioteka elektromontera, no.6). 


(MIRA 14:1) 
(Electric networks) (Electric protection) 
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LIVSHITS, D.S. 
. Problem concerning the use of the sheathing of aluminum cables as a 
* common conductor. Promeenerge 16 no.5246-50 My ‘41. . 


(MIRA 14:7) 
(Electric power distribution) 
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Electric equipment regulations for coal processing enterprises. 

Prom.energ. 16 no.7:41-45 Jl '61, (MIRA 15:1) 
(Electric engineering--Safety measures) 
(Coal preparation plants—Electric equipment) 
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MIZEVETTER, Ye.N.; KLEYN, P.N.; KHARCHEV, M.K. [deceased }; 
VOLOBRINSKIY, S.D,; GRODSKIY, S.Ye.; YERMILOV, A.A.; 
KAYALOV, G.M.; LIVSHITS, D.S.; MAKSIMOV, 4.A.; MESHEL', 
B.S.; MUKOSEYEV, Yu.L.; CGORODNCV, S.I.; ROZENBERG, V.A.; 
SHRAYBER, L.G.; ZALESSKIY, Yu.Ye., retsenzent; IOKHVIDOV, 
E.S., retsenzent; FEDOROV, A.A., retsenzent; SAVEL'YEV, 
V.I., red.; LARIONOV, G.Ye., tekhn. red. 


) 


[Temporary instructions for determining the electrical loads 

of industrial enterprises] Vremennye rukovodiashchie ukaza- 
nifa po opredeleniiu clektricheskikh nagruzok promyshlennykh 
predprijatii. Moskva, Gosenergoizdat, 1962. 45 p. 

(MIRA 16:2) 

1. Russia (1923- U.S.S.R.) Glavnoye energeticheskoye uprav-— 
leniye. 2. Leningradskoye otdeleniye Gosudarstvennogo pro- 
yektnogo instituta tyazheloy promyshlennosti (for hizevetter, 
Kleyn, Kharchev). 3. Komissiya po elektricheskim nagruskan 
Nauchno-tekhnicheskogo obshchestva energeticheskoy promyshlen- 
nosti (for Volobrinskiy, Grodskiy, Yermflov, Kayalov, Livshits, 
Maksimov, Meshel, Mukoseyev, Ogorodnov, Rozenberg, Shrayber). 
(Electric power distribution) 
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It is imperative to organize 4 mass production oe jae 
fuse inserts. Prom. energ. 17 no.12:h5-47 9D '62, faF Lh, 
1. Gosudars‘ vennyy institut po proyektirovaniyu elektr opbarwtsvAniye 
dlya tyazhelcy promyshlennosti. 
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S.A.; KNORRING, G.M.; KORENEVSKIY, A.N.; LEYBZON, Ya.1.; 
LIVSHITS, D.S.; LIGERMAN, I.I.3; LOGINOV, 0.1.3; MILICH, M.B.; 

> Mites OKOROKOV, S.P.3 POLYAK, A.B.; ROYZEN, S.S.3 
RYABOV, M.S.3; SINITSYN, 0.A,; SOLODUKHO, Ya.Yu.; SOSKIN, E.A.; 
STASYUK, V.N.; BOL'SHAM, Ya.M., red.; GRACHEV, V.A., red.; 
SAMOVER, M.L., red.; BORICHEV, I. Ye., red.; DANILENKO, A.I., 
red.; KHRAMUSHIN, A.M., red.; YAKUBOVSKIY, F.B., red.; 
BRENDENBURGSKAYA, E.Ya., red.; KOMAR, M.A., red.; BORUNOV, 
N.i., tekhn. red. 


[Handbook on electrical systems of industrial enterprises 

in four volumes] Spravochnik po elektroustanovkam promyshlen- 
nykh predpriiatii v chetyrekh tomakh. Pod obshchei red, I.E. 
Boricheva i dr. Moskva, Gosenergoizdat. Vol.1. (Design of 
electrical systems of industrial enterprises in two parts] 
Proektirovanie elektroustanovok promyshlennykh predpriiatii 
v dvukh chastiakh. Pt.2. Pod red. IA.M.Bol'shama i dr. 

1963. 598 p. (MIRA 17:3) 
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Coneerning permissible methods for installing protection apparatus, 
Energetik 11 no.2:32-33 F '63, (MIRA 16:3) 
(Eleetric protection) 
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Determination of electricei loads of industrial enterprises. 
Elektrichestvo no,5:82-8, My '64. (MIRA 17:6) 
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LIVSHITS, D.S.3 GANNEL', V.Ya.; NAYFEL'D, M.R.3 ZEYLIDZON, Ye.D. 


Power supply of control networks in systems with grounded neutral 
iine. Prom. energ. 20 no.9112-18 3S '65, (MIRA 18:9) 


1. Gosudarstvennyy institut po proyektirovaniyu elektrooborudovaniya 
dlya tyazheloy promysylennosti (for Livshits). 2. Proyektno-konstrukor~ 
skiy institut Pishchepromavtomatika (for Gannel'). 3. Moskovskoye 
eksperimental'noye otdeleniye Gosudarstvennogo proyektnogo instituta 
tyazheloy elektricheskoy promyshlennosti (for Nayfel'd). 4. Gosudarstven- 
nyy proyektnyy institut po energetike i elektrifikatsii SSSR (for 
Zeylidzon). 
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MUKOSEYEV, Yu.L.s NAYFEL'D, M.R.; PETROV, I.I.3 RAVIN, V.1.3 SAMOVER, 
M.L.3 SERBINOVSKIY, G.V.; SYROMYATNIKOV, I.A. 


Lev Veniaminovich, 19053. on-his 60th birthday. Prom. energ. 20 
n0.9343 8 165.6 -- (MIRA 18:9) 
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| ORG: none 43 
TITLE: Professor Yue L. Mukoseyev (on the occasion of his 60th birthday) 
SOURCE: Elektrichestvo, no. 6, 1965, 91 / 
TOPIC TAGS: scientific personnel, electric power production 


ABSTRACT: Professor Yuriy Leonidovrich Mukoseyev, 60, chairman of the depart- 
ment "Elektrosnabzheniye promyshlennykh predpriyatiy 1 gorodov (Electrical 
Supply of Industrial Enterprises and Cities)" of the Gor'kovskiy politekhni- 
cheskiy institut (Gor'kiy Polytechnic Institute) began his studies at the a 
Gorkiy (Nizhegorod) University, After several years at the “Krasnoye 
Sormovo" plant he joined in 1935 the Glavelektromontazh system where in 27 - 
years he advanced to the position of chief engineer of the Gorkiy section of : 
the designing institute Elektroproyekt. In 1951 he published his book 
“Voprosy elektrosnabefeniya promyshlernykh predpriyatiy (/roblems of Electri« 
cal Supply of Industrial Enterprises)"; in 1956 at the Moskovakiy energeti- 
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ABSTRACT: The noted specialist of industrial power production, 
Candidate of Technical Sciences, Decent of the Correspondence 
Power Institute Lev Veniaminovich LITVAK began his engineering 
activity at the Moscow Association of State Electric Stations in 
1929, Later he became one of tho coauthors of all the "Directivoa 
for the inorease of the power factor" issued in 1954, 1955, and 
1961. He published 70 soientific papers. For his successful 
activities in defense industries curing World War II he was deco- 
rated by "Znak Pecheta.” After the war he concentrated on e6oi- 
entifio-pedagogiocal work ard in resent years worked actively in 
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